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DEPARTMENT  OF  AGRICULTURE 

Federal  Grain  Inspection  Service 

7  CFR  Parts  800, 801, 802 

Grain  Regulations  and  Standards;  Final 
Rule;  Corrections 

agency:  Federal  Grain  Inspection 
Service,  USDA. 

action:  Corrections  to  final  rule  for 
grain  regulations  and  standards. 

summary:  On  March  11, 1980,  the 
Federal  Grain  Inspection  Service  i 
(Service)  published  fiinal  regulations  and 
standards  to  implement  the  United 
States  Grain  Standards  Act,  as  amended 
in  1976  and  1977  (45  FR 15802-15873).  A 
subsequent  review  of  the  rules 
published  that  date  disclosed  a  number 
of  errors  in  the  heading,  the  preamble, 
and  the  regulatory  text.  The  Service  is 
correcting  these  parts. 

DATES:  These  corrections  to  the  final 
rule  become  effective  upon  publication. 
ADDRESS:  Copies  of  corrections  to  the 
final  rule  will  be  given  general 
distribution.  Requests  for  additional 
copies  should  be  sent  to  the  Issuance 
and  Coordination  Staff,  FGIS,  USDA 
Room  1127,  Auditors  Building,  1400 
Independence  Avenue  SW., 

Washington,  DC  20250 

FDR  FURTHER  INFDRMATIDN  CDNTACT. 

L  E.  Malone,  Assistant  Deputy 
Administrator,  Program  Operations 
(Staff),  FGIS,  USDA,  Room  1627 — ^South 
Building,  1400  Independence  Avenue 
SW.,  Washington,  DC  20250,  telephone 
(202)  447-9166. 

SUPPLEMENTARY  INFDRMATIDN:  On 

March  11, 1980,  the  Service  published 
final  rules  in  the  Federal  Register  at  45 
FR  15802-15873.  There  were  a  number  of 
errors  in  the  heading,  the  preamble  (all 
the  material  in  the  final  rule  document 
as  published  in  the  Federal  Register 


from  the  AGENCY  line  to  and  including 
the  SUPPLEMENTARY 
INFORMATION),  and  the  text  of  the 
final  regulations  as  published.  The 
errors  were  typographical  and  format 
mistakes.  Thefr  correction  does  not 
constitute  substantive  changes.  Through 
an  error  the  provision  for  the  fee  charge 
that  accompanies  the  application  for 
approval  to  operate  as  a  scale  testing 
organization  was  inadvertently  omitted 
alSiough  notice  was  given  for  comment 
in  the  publication  of  the  proposed 
regulations  on  March  2, 1979. 
Accordingly,  a  paragraph  containing  this 
provision  is  being  added  to  $  800.71  and 
§  800.198.  An  additional  correction  is 
also  being  made  in  Section  800.71(b)(ii). 
In  identifying  persons  who  must  pay  a 
registration  fee  of  $270,  the  term 
“subsidiaries”  was  used  incorrectly.  The 
intent  was  that  persons  who  are 
required  to  register  and  who  are  also  in 
a  “control  relationship”  (as  defined  in 
section  17A(b)(2)  of  the  Act;  i.e.,  has  an 
ownership  interest  of  10  percent  or 
more)  in  any  other  business  engaged  in 
the  business  of  buying,  handling. 


weighing,  or  transporting  grain  for  sale 
in  interstate  commerce  would  pay  the 
$270  fee.  Therefore,  the  item  is  being 
corrected  to  reflect  this  meaning.  The 
heading  (Line  3)  in  the  table  in  Item  4 
under  Regulatory  Text  is  being  corrected 
because  die  words  “Acceptance"  and 
“Maintenance”  were  inadvertently 
transposed  in  the  Final  Rule.  Concerning 
this  correction  it  should  be  noted  that 
the  heading  was  presented  correctly  in 
the  Proposed  Rule. 

Corrections  in  the  heading  are 
identified  by  page,  column,  and  line 
number,  and  corrections  in  the  preamble 
are  identified  by  page,  column, 
paragraph,  and  line  number.  Items  1 
throu^  4  list  corrections  to  the 
regulatory  text.  Corrections  in  the 
regulatory  text  are  identified  by  section 
reference,  page,  column,  and  line 
number.  The  columm  number  listed  in 
the  regulatory  text  contains  the  last 
cited  subsection  in  which  the  correction 
can  be  found.  Numbering  for  lines  in  the 
regulatory  text  begins  with  the  line 
containing  the  last  cited  subsection.  The 
following  are  corrections  of  the  errors: 


Heading 


Page 

Column 

Line 

Conection 

15802 _ 

1 

15802 . . 

1 

1 

2..., 

spection  Service". 

15802 . 

4.... 

“Grain"  and  "Staridards”  so  that  the  line 
reads  "Grain  Regulations  and  Standards". 

Preamble 

Page 

Column 

Paragraph  and  line 

Correction 

15802.. 

15803.. 

15803.. 

15805.. 

15805.. 

15809.. 

15810.. 


3  2— line  4 . Change  "if  to ‘‘It’'. 

2  1  (partial) — line  14 . Change  “or"  to  "of". 

3  4— line  15... . Change  "to"  to  “To". 

2  1— line  8  ...C. - Change  "states”  to  "States". 

2  3— line  19.......... _ _ _ Change  "means"  to  “mean”. 

1  3— line  5 . . . —  Change  “nooretoracthre”  to  “nonretroactive”. 

1  5— line  12 _ _ _ .....  Change  "to"  to  “of". 


Regulatory  Text 


Corrections 


Item  1.  Sections  are  corrected  as  follows: 


Section  Page  Column 


index - 15811 

e00.0(b) - J - ; -  15812 

e00.0<b)<4) -  15812 

e00.0<b)(22) -  15812 

800.0(b)(33) -  15812 

800.0(bK34) -  15812 

800.8(b) -  15815 

80019(a) - 15816 

800.40 - 15819 

800.45(b) - 15619 

800.45(b)(2) -  15819 


3 

1 

1 

2 

3 

3 

1 

2 


1 


1 


1 


7— Chapter  Heading  ........ 


6.. 

4.. 

2.. 

3.. 


2... 

2... 

18. 


4. 

2 

2 


— Change  “Certificate"  to  "Certificates”  so  that  the  line  reads  “Official  Ortifi- 
cates". 

- -  Change  “each"  to  “easy". 

. .  Change  “oT'  to  “or". 

. .  Otange  “oT’  to  “or". 

.  Add  the  words  “Federal  Register"  between  “the"  and  “Act”  so  that  the  Ine 
reads  “the  Federal  Register  Act  of  July  28. 1935,  as  amended  (44)". 

,  Change  “poform"  to  "perform”. 

Change  "senrioe”  to  “Servico". 

Between  the  words  “verification.”  and  “In"  add  the  senterrce  “The  provi¬ 
sions  for  record  retention  are  the  same  as  those  of  $  800.25(g)."  so  that 
the  line  reads  “verification.  The  provisions  for  record  retention  are  the 
same  as  those  of }  800.25(^.  In  addition,  the  exporters  or". 

.  Add  the  symbol  to  “800.39”  so  that  the  line  reads  "suspended  or  re¬ 
voked  under  {  800.39  shall”. 

.  Add  the  worde  “and  checkweighing"  between  "wei^iing"  and  "services"  so 
that  the  line  reads  “Class  X  weighing  and  checkweighing  services  on 
export". 

.  Add  the  words  “and  checkweighing"  between  “weighing"  and  “services"  so 
that  the  line  reads  "X  weighing  and  checkweighing  services  on  sacked 
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Item  1.  Sections  are  corrected  as  follows: 

Regulatory  Text— Continued 

Section  Page  Column 

Line 

Corrections 

800.46(c)(5) . 

800.70(0(2) . 

800.71(a) . 

600.71(a),  footnote  10 , 
800.71  (b)(ii) . 


800.71(c)... . 

800.72(a) . 

800.80(a)(4) _ 

800.80(c) . 

800.81(a) . 

800.81(a)(3) . 

800.81  (d) . 

800.85(g) . 

800.85(h)(1) . 

800.85(h)(4) . 

800.85(h)(5) . 

800.86(b) . 

800  86(e)(1) . 

800.95(a)(1) . 

800.115(b)(3) . 

800.130(a)(1) . 

800.130(b)(2) . 

800.140(a)(1) . 

800.140(b)(1) . 

800.140(b)(1) . 

800.140(b)(2)..... 

800.146(a) . 

800.161(d)(1) . 

800.185(h) . 

800.187(e)(3)..... 

600.196(e)(1)(i).. 
600.196(e)(3)(i).. 
800.198(c) . 

800.207(eK1) . 

800.208(d) . 

800.208(1) . 

600.216(1) 

801.7... 


801.9(C) . 

802.1(b)(14).. 

802.10(b) . 

802.13(b) . 


15820 

15822 

15822 


15823 

15824 


1  1 .  Change  "addresse"  to  "addresses”. 

3  3. . Change  “wiH”  to  “with”. 

- ....  In  the  heading  in  the  third  column  of  table  1  in  schedule  A  change  "or"  to 

"and”  and  after  the  word  "inspection”  add  the  word  "service”  so  that  the 
heading  reads  "Reinspection  and  appeal  inspection  service". 

_ 1  . . Delete  the  words  “or  supervision". 

1  7 . Delete  the  words  “have  subsidaries  engaged  in  interstate  or  foreign  corrv 

merce  grain  business.''  and  substitute  the  words  "are  in  a  control  relation¬ 
ship.  as  defined  in  section  17A(b)(2)  of  the  Act,  with  respect  to  a  business 
engaged  in  the  business  of  bu^ng,  handling,  weighing,  or  transporting 
grain  for  sale  in  interstate  <»mmerce." 

Add  paragraph  (d)  which  reads  "(d)  Each  application  for  approval  to  operate 
as  a  scale  testing  organization  shall  be  accompanied  by  a  fee  of  $250." 
Change  "(3)"  to  “(4)"  and  add  the  number  "(3)”  between  "costs;”  and 
"the"  so  that  the  Nrie  reads  “costs;  (3)  the  cost  <>f  overtime;  and  (4)". 


15824 

1 

Immediately  after  line  4 . . . 

15824 

1 

9 . 

15826 

2 

7 . . 

15826 

2 

15826 

3 

8 . . . 

15826 

3 

18 . 

15827 

1 

9 

15630 

1 

1  _  . 

15830 

1 

5  ^ 

15830 

1 

1b 

15830 

2 

2b 

15830 

3 

5 

15830 

3 

31 

15831 

3 

7 

15835 

1 

5 . 

15837 

1 

5 

15837 

2 

13 

15839 

1 

5 

15839 

1 

15 

15839 

1 

21 . . 

15839 

2 

15 . 

15840 

1 

19 . . . 

15845 

2 

10-17 . . 

15851 

1 

8 . . 

15852 

2 

fi  . 

15853 

2 

11 .  . . . . . 

15853 

3 

12. . . 

15854 

2 

Immerfiately  after  line  31 . . 

15857 

2 

4 . .  . 

15857 

3 

15858 

2 

15859 

2 

3 . 

15861 

1 

Heading  of  table  (b) . . . 

15861 

2 

15862 

3 

g 

15868 

15871 

2 

"size  will  be  prescribed  in  the  instructions.  IT. 

Add  the  word  "or"  after  “stamped”  so  that  the  line  reads  “service  Shan  be 
promptly  stamped  or”. 

Change  "protection”  to  "protected”. 

Change  “sample”  to  “sarnplefs)”. 

Change  "filed”  to  “field''. 

Change  “unUoni'  to  "unifomi'. 

Change  "quanty”  to  "quality”. 

Change  "inpsection”  to  “inspection”. 

Change  "certifiate”  to  “certificate''. 

Chartge  "quantiy''  to  “quantity”. 

Change  "beeen”  to  "been”. 

Change  “described''  to  "prescribed”. 

Change  "of’  to  "or". 

Change  ■'(c)(1)''  to  "(b)(1)". 

Change  “(c)(1)”  to  "(b)(1)". 

Change  "(c)(1)''  to  "(b)(1)''. 

Change  ")"  immediately  following  the  word  “service”  to  a  closing  quotation 
mark.  Ad  the  symbol  ")”  between  "inspection”  and  "service”  so  that  the 
line  reads  "appeal  inspection)  service”;  or  fii)”. 

Delete  ")”  immediately  after  the  word  "app^”.  Add  the  symbol  ")”  be¬ 
tween  "inspection”  and  "service"  so  that  the  line  reads  "appeal  inspec¬ 
tion)  service.” 


Add  the  word  "a”  between  “for”  arxl  "lioense”  so  that  the  line  reads  "sub¬ 
ject  (i)  and  applicant  for  a  license  to  a”. 

Change  “dispostion''  to  "disposition". 


scale  testing  organization  shall  be  accompanied  by  the  fee  specified  by 
the  Service.” 

Add  the  vrord  “port"  between  "export”  and  “localion”  so  that  the  Ine  reads 
“export  port  location  in  the  area  shall  be”. 

Add  the  word  "prohibited”  between  “acttone”  arxl  "by”  so  that  die  line 
reads  "of  actions  prohibited  by  $§  800.185  through  800.188.” 

Change  "(1)"  to  "(0”. 

Delete  the  words  "to  be". 

Change  "all”  to  “All”  and  add  the  word  "BAR”  between  "than"  and 
"master”  so  that  the  line  reads  “(b)  All  other  than  BAR  Master/Standard 
meters”. 

See  item  3. 

Change  "Damping'  to  “Dampening'. 

See  item  4. 

Change  “accurancy’'  to  "accuracy'. 


Item  2.  The  table  in  §  800.161(d)  is  recaste  as  to  format  only  as  follows: 

§  800.161  Official  certificate  requirements. 


(d)  Format  and  color  requirements  for  certificates.  (1)  General  *  *  * 


Caption  on  certificate 

Color  of 
original 
certificate 

Color  of 
copy 

Pink  . 

Pink. 

*  .  e  *  *  * 
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Item  3.  Change  “51/2/64”  to  “5V4/64’' 
in  the  tUrd  line  listed  in  the  table  in 
§  801.9(c)  so  that  it  reads  as  follows: 

§  801.9  Minimum  tolerance  for  sieve 
devices. 

***** 

(c)  Sieving  accuracy; 


Sieve  desedptlon 

Minimum  tolerance' 

Sample 

exchange 

.064  X  %  inch  oblong _ _ 

±0.2 

±0.3 

5/64  X  Vt  inch  slotted _ _ 

±0.3 

±0.5 

SVi/64xV4  Inchslotled - 

±0.5 

±0.7 

6/64  X  V4  Inch  slolted . . 

±0.7 

±1.0 

'Mean  deviation  {rom  standard — percent 

Item  4.  In  the  table  in  S  802.10(b), 
change  the  heading  of  the  first  column 


from  ‘Tsrpes  of  scale"  to  ‘Type  of 
scale":  add  “0”  preceding  all  decimal 
points  of  percentages  listed  in  items  1-4 
of  the  second  and  third  columns;  change 
“Acceptance"  to  “Maintenance"  and 
“Maintenance”  to  “Acceptance”  in  the 
heading,  line  3;  add  “is”  between 
“whichever”  and  “greater”  in  the  third 
column,  line  13;  delete  dotted  line  in  the 
second  column,  line  20  opposite  the 
word  “Portable”;  and  delete  all  of  the 
solid  line,  line  22,  immediately  after  the 
word  “platform"  so  the  table  will  read 
as  follows: 

§  602.10(b)  Tolerances  and  sensitivity 
requirements. 

***** 

(b)  Tolerance  values.  *  *  * 


Type  of  scale  Maintenance  tolerance  Acceptance  tolerance 


(1)  Hopper  scale . 

(2)  Motor  vechide  scale _ 

(3)  Railroad  track  scale _ _ _ 

(4)  Portable  platform: 

.  0.05  pet  X  the  applied  test  load  or  the  mini- 

mum  tolerance  value,  whichever  is  greater. 

_ 0.1  pet  X  the  applied  test  load  or  the  mini¬ 
mum  tolerance  value,  vrhichever  Is  greater. 

_  0.1  pet  X  the  applied  test  load  or  the  mini- 

mum  tolerance  value,  whichever  is  greater. 

0.05  pet  X  the  applied  test  load  or  the  mini¬ 
mum  tolerance  value,  whichever  is  greater. 

0.05  pet  X  the  applied  test  load  or  the  mini¬ 
mum  tolerance  value,  whichever  is  greater. 

0.05  pet  X  the  applied  test  load  or  the  mini¬ 
mum  tolerance  value,  whichever  is  greater. 

Test  load 

Maintenance  tolerances 
expressed— 

Acceptance  tolerances 
expressed— 

To  but 

In 

In 

In 

In 

From— 

not 

kxAiding— 

ounces 

pounds 

ounces 

pounds 

Pounds: 

1  . . . . 

. .  2 

Vie 

0.004 

Vka 

0.002 

2....4 . . . . 

Vk 

.008 

Vis 

.004 

Vi« 

.012 

.006 

7 . 

...............................M  1 0 

'k 

.018 

% 

.008 

10  . . 

Vit 

.020 

%• 

.010 

Ifi . 

.  90 

% 

.023 

Via 

.012 

20 . .  . . . 

Vi 

.031 

Vt 

.016 

40 

% 

.039 

Via 

.020 

40.. . . . 

50 

V* 

.047 

% 

.023 

SO . . 

«4*4M44444444.M*4»44M44»444.*44  75 

1 

.062 

Va 

.031 

7S . — . . — . 

_ _ _ _ _  100 

.094 

Va 

.047 

100. _ 

-  150 

2 

.125 

1 

.062 

150 . . . 

.  200 

3 

.188 

1H 

.094 

200 _ _ 

- -  300 

4 

.250 

2 

.125 

300. . .  _ 

. .  400 

6 

.375 

3 

.188 

400 . 

. .  600 

8 

.500 

4 

.250 

600 _ _ _ 

. .  600 

12 

.750 

8 

.375 

600 _ _ _ 

14 

.875 

7 

.438 

(•>..... . 

.  (•) 

(•) 

(•) 

(•) 

(’) 

'  1,000  and  over. 

*  0.1  percent  ol  test  load. 

*  0.05  percent  of  test  load. 


(39  Stat.  482,  as  amended:  Pub,  L  90-487,  82  Stat.  761;  Pub.  L  94-582,  90  Stat.  2867;  Pub.  L. 
95-113,  91  Stat.  1024  (7  U.S.C.  71  et.  seq)) 

Done  in  Washington,  D.C.,  August  12, 1980. 

L  E.  Bartelt, 

Administrator. 

[FR  Doc.  80-24S88  Filed  8-15-80:  8:46  am) 
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